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STATINTL 


1. The Inspector General in ilia report of 

•il 1?56, cited the overcrowded conditions 

I which is located in dearth Huil ding, as 


of OCR. dated 




* aorae o: 


id that jm direct the itanagerent Staff to conduct 
an extensive survey to see If soon action could be taken to alleviate 
the then existing overcrowding. 


2. jr 1 uuae 1?56 I sent you a aemorandu* citi%. the 13 r@eoa~ 
rendation and requesting ’anagenent Staff action which was subsequently 
o rdersd by the a "I)/S on 5 June 1956. 


3* 7h# kamgeuaent Staff report was issued on 6 : ecembar 1?56 to the 
Director of Logistics and after presenting several .alternative. 4 , recommended 
that renovation of the attic of Morth building to provide additional apace, 
which was the OCii suggested solution to the problem , be deferred until 
spring of 1957. 


L. The reasoning behind this suggestion was that^^H by c hanging TAsT I N T L 
records storage practices, could save 6TO *q, ft. and l^aevlae son* of qy 
other units around I made available to9|ecc‘.s Q& aq. ft. in Central STATINTL 
Fuilding giving the* a total of over Ijxu sq. ft. These isoves gave Bi* • 


some lwassdlate relief, and I believe have given Logistics ample tine to 
study the various probleats involved in renovating the attic an to consider 
the needs of other components for additional space. 

O I r\ I I IN I L 


5. However, it is now 13 months since the 10 Survey wac completed and 
Mis still urgently in need of sire 1500 additional sq. ft. The personnel 
office beachhead In forth gilding is being moved to loth Street thereby 
freeing 715 sq. ft. SlnceBJ is the only element now in North Building 
(with the exception of O in the basement) , T believe the logical action 
Is to give then this 715 sq. ft. iurther, I ar. requesting that Koot003 , 

3rd floor of North Building be renovated as quickly as possible for ■■use. 
This room, which needs only painting, fluorescent lights, 1 inol eum o^.ile 
on the floor, and aircondi tioning (which ay people in JjHn&ve a„jr©#d to take 
frees their own offices), will provide an additional & 5 ^sq. ft. which added 
to the 715 eq. ft. of personnel space will finally relieve our voet serious 
overcrowding problem. 
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